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STATE OF THE UNIVERSITY 


The Rector, Dr. John O'Brien, will deliver his 
annual address to students, faculty and staff on the state 


of the university Thursday, October 19 at Sir George. 


Ir. O'Brien will speak on the state of Concordia 
in 1978-79, emphasizing the impact of enrolment figures on 


the university's financial situation. 


The Sir George address will take place on Thursday, 
October 19 at 2 p.m. in the Alumni Auditorium (H-110). 


